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ANTI-JAPANESE SPOUT ON PACIFIC COAST 

The Rose Hill district of Los Angeles, CaL, has been considerably stirred 

of late by an unusual influx of Japanese, and the objection of the residents 

to the invasion took concrete form in the placard herewith presented. 



• v 






1 



LAUGHING CAT 
Famous Missouri cat, named Prohibition, photo- 
graphed on New Year's Day when in a genial mood. 



(© Underwood & Underwood.) 
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HD?FOFOTAMUS YAWNING 
Cavernous interior of the mouth of 
a hippopotamus in Winter quarters 
at Los Angeles, Cal., snapped at the 
moment when the huge beast was 
indulging in the luxury of a yawn. 

(© Keystone View Co.) 
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STILLS SEIZED BY POLICE _ 
Some of the large stills that werejiojufld 
and confiscated recently in the cellar 
of the Beechhurst Country Club at 
Flushing, L. I., after the building had 
been destroyed by fire. 

(© wide World Photos.) 



Notice to Amateur Photographers:— The MID-WEEK PICTORIAL will pay $10 for the best photographic print of any big 
event in the United States or Canada of the week's news taken by an amateur photographer. The editors will make the choice. Any 
other submitted prints used will be paid for at $2 each. Prints not used will be returned only if postage is sent. Send the prints 
unmounted, any size. Address The MID-WEEK PICTORIAL, Room 1708, Times Building, Times Square, New York City. 
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Ireland at Various Periods— New Irish Cabinet 
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ANCIENT 
IRELAND TO 1172 
Erin in 1172 was 
divided into the fiva 
kingdoms here 
shown. That year 
witnessed the de- 
scent of the English 
on her shores under 
Henry II., with the 
authorization of the 
then ruling Pope, 
who was himself an 
Englishman. 



ABSORPTION BY 
THE ENGLISH, 
1172-1690. 
The sequestration of 
the conquered lands 
of Ireland by the 
English invader is 
illustrated in this 
map showing the 
plantations that 
were taken posses- 
sion of by favorites 
of the Government. 



^ 



* 



&) 



3ERRy\AREA> 
SKEN] 
,BY 



SLIGO-, 



o< 



4 7 



o 



.CLARE 



1566-1613 / 


/UPTIClSAS 

Ife03 I |J 




DowyPATlficK 


■?!_ .^/ 


<DONDALK 


%~-~ Ithepale) 

4- ■* /en6li.&h adro6he0a 

C W fcETTLEMErrK 

\ \ " 72 ? 

WTHLONE \ ^ __ % 



/ 
ki ^Ataken* 



JUBLIN 



& 



rRALEE 



& 



■JO 



LIMERICK 



& 



\£ 



/A* 



*<F 



AREA TAKEr 
IS79-80 

IONO 

• CORK) 



KINSALE 



\REA 
'TAKEN 
I509-47 



'<■»> 



WICKU3W 
ARKLOW 



■vWEXFORD 



1172-1690 




GECRGE GAVAN DUFFY 
Minister of Foreign Affairs. 



RICHARD MULCAHY 
Minister of Defense. 



MICHAEL COLLINS 
Minister of Finance. 



EAMON J. DUGGAN 
Minister for Home Affairs. 



W. T. COSGROVE 
Minister of Local Government. 
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\WORST PERIOD, 1691 "" IRISH FREE STATE, 1922 * '■- "* ~ 

After the Battle of th^Boyne, in 1690, the entire country, with the The new State created by virtue of the agreement signed between 
exception of Connaught,\was taken possession of by the English and the^ Irish delegates an( j ^e British authorities Dec. 6, 1921. The 



»\7 

the system of \"landlordism" was established. 



British Parliament and Dail Eireann have ratified the treaty. 
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Princess Mary Giving Feast to the "Not Forgotten;" Bed 









ROYAL CHRISTMAS CAKE FOR EX-SERVICE MEN 
The only daughter of tho King and Queen of England standing 
beside Viscount Lascelles, hor betrothed, and cutting the cake 
that she gave to the "Nt>t Forgotten" Association for 
Christmas party given to wounded ex-service men at 
the riding school in Baikingham Palace. 

(© International) 
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..COLUMBIA'S -BLIND 
.CHECKER TLAYER 
Augus3afifiJMessa, the blind 
wohdet of Columbia Un.i- 
r versity f New York, is riot 
only a wrestler of note but 
an accomplished checker 
player. He is here seen in 
a simultaneous exhibition 
in which he had twenty 
competitors. Most of the 
games he won. He lost his 
fight when a child through 
the explosion of a dyna- 
mite cap. He has won high 
marks in his examinations. 

((J) International.) 



BOY SCOUTS IN FLORIDA 
The EloridaBoy Scouts m Iheir 
annual- encampment- i EV.it.h e' _i 
Everglades, near Musa Isle, 
gathering cocoanuts. While 
their brother scouts are skat- 
ing and sleighing in most other 
parts of the country, these 
scouts, in the scantiest of cos- 
tumes, are luxuriating under 
the sunny skies and in the 
balmy climate of the American 
State that most closely resem- 
bles the tropics. 

(© International.) 
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of Gold For Sale; Statue Dedicated at Greenwich, Conn. 




FEDERAL CAPTURES IN RAD> ON NARCOTIC DEN 
The implements here shown were captured recently by Federal 
agents in a raid on a resort frequented by : N those addicted to opium, 
cocaine and other narcotics. Fountain \ pens, hollowed canes, 
"fake" booklets and rings were used to conceal the prohibited 

drUgS. ^ <© International.) 



BAGS OF GOLD 
TRANSFERRED 
More than $2,000,000 is represented by these bags of gold 
hoisted on the shoulders of men engaged in transferring it 
on Jan. 8 from the old quarters of the Homestead Bank, 
Brooklyn, to the new building at Liberty and Pennsylvania 

Avenues. ( OP. and A. Photoa.) 
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SUPERB view 
from the sky 
of the mag- 
nificent park and 
part of the city 
of Versailles in the 
environs of Paris. 
The place has 
played a famous 
and at times a 
tragic part in 
F r e n.c h history. 
Here Marie An- 
toinette faced the 
mob during the 
French Revolution ; 
here the treaties 
were signed at the 
end of the Franco- 
Prussian and World 
Wars. It contains 
the famous palace 
of Louis XIV., 
said to have cost 
nearly $200,000,- 
000. The gardens 
are renowned for 
their wonderful 
beauty, and are 
one of, the show 
places of the world. 



((c) Kevatone View Co.) 
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American Famine Relief for Starving Russians 




STAFF OF AMERICAN RELIEF 

RUSSIA 
Colonel Haskell (indicated by cross), director of the 
American relief work in Russia, photographed with 
his staff of helpers. The pressing need of help for the 
famine-stricken people is emphasized by the statement 
of a leading Soviet official, M. Kalenin, that 27,000,000 
people were starving. The Soviet Government on Dec. 
24 promised Walter Lyman Brown that it would con- 
tribute $10,000,000 to purchase food and seed supplies 
in the United States within the next ninety days. Pres- 
ident Harding on Dec. 23 signed the Russian Relief bill, 
which carries an appropriation of $20,000,000. 

(Photo American Relief Administration.) 







PACKING CASE AS INCUBATOR 
The scarcity of almost everything in im- 
poverished Russia makes it necessary for 
the Relief Administration to resort to 
many makeshifts. An illustration is 
this packing case used by a Red Cross 
nurse as an incubator for a tiny un- 
fortunate. (©Kadel & Herbert.) 



CLOTHING RUSSIAN WAIFS 
Group of children who have been provided with 
warm clothing by the American Relief Administra 
tion in place of the rags in which they formerly 
shivered. The beneficent work of this organiza- 
tion has a value beyond calculation in saving thou- 
sands of helpless children from perishing of cold 
and hunger. 

(Photo American Relief Administration.) 







Unveiling Statue of Joan of Arc in Meridian Hill Park, Washington, D. C. 




THE AMBASSADOR OF FRANCE TO THE UNITED STATES, M. JULES JUSSERAND, DELIVERING AN ADDRESS AT THE UNVEILING OF THE STATUE OF THE MAID OF ORLEANS IN 
WASHINGTON ON JAN. 6. THE STATUE IS AN EXACT DUPLICATE OF THE WORLD-FAMOUS WORK OF PAUL DUBOIS THAT STANDS IN FRONT OF THE CATHEDRAL OF RHEIMS, 
FRANCE. IT WAS THE GIFT OF THE SOCIETE DES FEMMES DE FRANCE OF NEW YORK CITY. SEATED IN THE FRONT ROW, BEHIND THE NATIONAL COLORS OF THE TWO REPUB- 
LICS, ARE PRESIDENT AND MRS. HARDING. NEXT BUT ONE TO THE PRESIDENT IS SECRETARY OF WAR WEEKS. <© ium. * Bwin«.> 
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Personalities Claiming Public Attention 




GEORGE S. EVANS 
Chief Disbursing Clerk in the Interior Depart- 
ment, who has been in the Government service 
for fifty-seven years. He is the only living 
Federal employe who was appointed by Pres- 
ident Lincoln. He is still hale and vigorous. 

(© Kadel & Herbert.) 





GEORGE 
WHARTON^ 
PEPPER 
Philadelphia law- 
yer who has been 
appointed by Gov- 
ernor Sproul as 
United States 
Senator from 
Pennsylvania t o 
take the place of 
the late Senator 
Penrose. He has 
long been eminent 
in his profession. 

(© Harris & Ewlng.) 



ROOSEVELT TAB- 
LET UNVEILED 
A bronze tablet in 
honor of the mem- 
ory of Theodore 
Roosevelt was un- 
veiled on Jan. G, 
the third anniver- 
sary of his death, in 
the old Police Head- 
quarters i n Mul- 
berry Street, New 
York, where he once 
served as Police 
Commis s ioner. 
Nearest the tablet, 
from left to right, 
are: Mayor Hylan, 
Mrs. Douglas Rob- 
inson, sister of the 
ex-President, and 
Police Commission- 
er Enright. 

(© Wide World Photos.) 
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Steamer Leaving Ice -Strewn New York Harbor for Sunny Mediterranean 




PALATIAL WHITE STAR LlNER ADRIATIC, SPICK AND SPAN WITH PAINT AND VARNISH FROM TRUCK TO- KEEL, WHICH GLISTENED IN THE MORNING SUN, LEAVING NEW YORK 
JAN. 7 FOR EGYPT AND PRINCIPAL MEDITERRANEAN PORTS, WITH SIX HUNDRED FIRST CABIN PASSENGERS, WHICH INCLUDED A NUMBER OF AMERICAN AND FOREIGN NOTA- 
BLES. THERE WERE FULLY TWO THOUSAND VISITORS WHO WENT ON BOARD TO BID THEIR FRIENDS BON VOYAGE. (© p. ana a. Photo.) 
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Tournament of Roses in Pasadena, Cal. 




ONE OF THE FLOATS THAT WON A PRIZE FOR ITS BEAUTY AND FICTURESQUENESS IN THE TOURNAMENT OF 
ROSES RECENTLY HELD AT PASADENA, CAL., WAS THE ONE HERE PICTURED, REPRESENTING A SCENE IN HOL- 
LAND. THE OLD DUTCH WINDMILL AND THE FIGURES OF THE LITTLE LAD AND MAID IN THEIR QUAINT COS- 
TUMES WERE FULL OF OLD WORLD REPOSE AND CHARM. THE COMPETITION FOR EXCELLENCE IN FLOATS WAS 

VERY KEEN AND LED TO MANY INGENIOUS AND BEAUTIFUL CREATIONS. (Photo* by Kastner.) 




FEW FLOATS IN THE PARADE ATTRACTED AS MUCH ATTENTION AS THIS ONE WITH ITS SHIMMERING GOSSAMER 

FOLDS STREWN WITH ROSES THAT ENHANCED THE BEAUTY OF THE YOUNG GIRLS SEATED WITHIN. ON EITHER 

SIDE WALKED ATTENDANTS IN STRIKING RAIMENT OF WHITE AND BLACK. 
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Magnificent Indian Memorial to Queen Victoria at Calcutl 
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THIS superb building of white marble, known as the All-India Queen Victoria Memorial Hall, stands on the banks of the Maidan at Calcul 
when Viceroy of India twenty years ago. The actual work of building, delayed somewhat by the war, has taken fifteen years. The vast 
labored for India during the Victorian era. The dedication of the splendid memorial took place Dec. 28, when the great-grandson of Que 
escort, blended with the native costumes of the thousands of spectators, made a dazzling picture. Once more the shade of Queen Victoria se 

was opened by the heir to the throne. For a moment the ugly schisms that tear at the h 
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That Was Dedicated by Her Great-Grandson Dec. 28, 1921 




alcutta, and, with the exception of the Taj Mahal, is the most beautiful building in India. The conception of the structure originated with Lord Curzon 
raat structure comprises a museum, commemorative of India's glory. It contains portraits of the old Emperors of Delhi and of famous men who 
Queen Victoria, the present Prince of Wales, officiated amid scenes of great pomp and splendor. The brilliant uniforms of the Prince's cavalry 
ia seemed abroad in the land when in the blazing sunlight of the Calcutta noon the glistening white memorial to her long reign as Empress of IndJa 
he heart of India seemed to recede and a glimpse of the older and better time became apparent. 
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Imposing 
Victory Arch 

on Road 
to Verdun 

Design for a magnificent Arc 
de Triomphe to be erected on 
the road from Bar-le-Duc to 
Verdun, which the French have 
named "Road of Suffering, of 
Death and of Victory." It was 
over this road that men, sup- 
plies and munitions were rushed 
to the heroic defenders of Ver- 
dun, whose motto has be- 
come immortal: "They 
Shall Not Pass !" 

(From I/Illus- 
tration.) 
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PHOTOGRAPHING FALL OF SHELLS 
This "triangulation camera," invented by Lieutenant William 
G. Greenman, U. S. N., is used in the navy to photograph the 
fall of shells in target practice. When the shells fall and spray 
is sent up an electrical switch is pressed and four pictures are 
taken simultaneously, covering an arc of 180 degree. 

(© Underwood & Underwood.) 
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LONG-RANGE NAVY CAMERA 
A telescope is sighted with this camera, so that the photog- 
rapher can clearly see the object of attack in target practice. 
It was used during the recent bombing of former German 
ships in Chesapeake Bay and recorded the effect of each 

bomb. <© Underwood & Underwood.) 



Radium Melds That Have Been Recently Discovered on Lonely British Columbia Islands 




Waterfall pouring over radio-active rocks 
at Open Bay, Valdez— Islands^; British 
Celumbia. The island - is=-one of -two new 

jradium fields discovered : by H. E^ 
Neave, who has been engaged in a 
search for this precious element for 
nine years. 



Radiograph made of a key by radio- W 
active rocks through lightproof paper \ 
on ordinary photographic plate. An 
analysis of the rock made by a London 
expert shows radium in considerable quantity 



Fish and game make living cheap 
inthe vicinity of the newly dis- 
covered radium fields. Here is 
-shown 200 pounds of halibut 
caught within an hour on the west 
coast of Vancouver Island. The 
plentifulness of game and fish is 
of great importance, as it is likely 
that the discovery of radio-active 
rock in the vicinity will soon draw 
a large number of prospectors. 

(Photos from Francis Dickie.) 
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Leviathan Being Prepared for Passenger Service 





America's great- 
est vessel, which 
is now being re- 
conditioned for 
passenger ser- 
vice. During the 
war she was 
used as a trans- 
port, often car- 
rying as many 
as 15,000 men 
on a trip. She 
was formerly 
the German ship 
Vaterland and 
was seized by 
this Government 
after the out- 
break of the 
war. [1 will take 
many millions 
I of dollars to put 
ler in shape for 
i.sat 1 antic 



voyaging. 



otos © Wide 
World.) 



Architects and 
master me- 
chanics to the 
number of 
more than 200 
are overhaul- 
ing the interior 
of ' the giant 
liner. Two elec- 
trical experts 
are here shown 
tracing and 
tagging the 
wires and ca- 
bles. A large 
force is neces- 
sary, because 
the German 
Government re- 
fuses to relin- 
quish the 
ship's plan for 
less than 
$1,000,000. 
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World's Longest Bridge to Connect Two States 




BRIDGE MODEL 
Miniature of the huge 
bridge which is to connect 
the State of Pennsylvania 
and New Jersey. The 
bridge is 1.82 miles in 
length, and it is said that 
it will be the longest in 
the world. The main span 
will be 1,750 feet long. 
The estimated cost is 
$28,871,000. 

(© P. and A. Photos.) 



GOVERNORS SPROUL 

EDWARDS 
Governor Edwards of New Jer- 
sey (left) shaking hands with 
Governor Sproul of Pennsyl- 
vania. With pick and crowbar 
the two Executives broke the 
ground for the beginning of 
the Philadelphia - Camden 
Bridge. 

(© International.) 






MID-WEEK PICTORIAL, 



Actresses and Climactic Scenes Occurring in 
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"LAWFUL LARCENY" <-— 

Vivian Hepburn, adventuress (Gail Kane), astounded 
and enraged at learning from Guy Tarlow (Lowell Sherman) 
that he loves and intends to marry Mrs. Andrew Dorsey (Mar- 
garet Lawrence), her private secretary. 

(Photo White Studio ) 
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"DANGER" 
Mrs. Scorrier 
(Marie Goff), 
whose creed is 
that she is to 
be a wife in 
name only, dis- 
covers her hus- 
band (H. B. 
Warner) e m - 
bracing his sec- 
retary (Kath- 
1 e n e M a c- 
Donoll). 

(Photo Whit. Studio.) 
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VIRGINIA 
BRONSON 
Playing role of 
Juliet in Shake- 
spearean tragedy. 

(Photo Frank B. Moore.) 



"S. S. TENAC- 
ITY" 
Jennie Dickerson 
and Augustin Dun- 
can in comedy scene. 

iPhoto Ira D. Sehwarz ) 






NANCY LARNED 
Playing a bizarre part 
in "The Greenwich 
Village Follies." 

(rhoto by Abbe.) 



FRITZ LEIBER 
As Petruchio in 
"The Taming of the 
Shrew," a current re- 
vival of the Shakespearean 
comedy. 
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Recent Theatrical Openings in the Metropolis 
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ALINE 

McGILL 

Specialty dancer 

in the musical 

comedy, "T h e 

Perfect Fool." 

(Photo Edward 
Thayer Monroe. ) 



"THE GRAND DUKE" " 
Scene in which the Grand Duke Feodor 
Michaelovitch (Lionel Atwill) compli- 
ments Mile. Martinet (Lina Abarbanell) 
on the photograph of her son Michel 
Alexis (Morgan Farley) when at the 

age Of ten. (Photo White Studio.) 
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MARY 
DUNCAN 
Playing in the new Leo 
Ditrichstein play, "Face 
'Value." 



(Photo by 
Moffett.) 



ELSIE JANIS 
Who after a long absence from New 
York, is appearing with her company 
in a new theatrical production. 






(Photo White Studio.) 



DOROTHY SMOLLER 

Playing a part in "Up 

in the Clouds." 
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J MISS DU PONT 
Playing a leading role 
in the photo drama, "Foolish 
Wives." 



"THANK-U" 
Edith King as Diane Lee qualifies as housekeeper to her 
underpaid uncle, rector of a small town parish, but finds 
the suit of young Jamieson, played by Donald Foster, inter- 
fering with her ,ef f iciency. 



(Phot" White Studio.) 
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Picturesque Incidents Attending the Recent 







AN INTERESTING EPISODE OF THE VISIT OF THE PRINCE TO JODHPUR, INDIA, WAS THE APPEARANCE ON THE PROCES- 
SIONAL ROUTE OF SOLDIERS OF NATWE PRINCES WHO HAE DONNED FOR THE OCCASION UNIFORMS OF CHAIN ARMOR 

DATING FROM THE TIME OF THE MOGUL DOMINATION. w central New*.) 
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our of India by the Prince of Wales 
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ARCH AT JODHPUR 
Royal barouche containing the Prince pass- 
ing under the arch of welcome erected 
between the station and the palace. The 
cordial inscription over the arch is typical 
of the greeting that the Prince received 
in most of the cities and provinces he vis- 
ited, despite the efforts of the followers 
of Gandhi to provoke trouble. 

(Photos © Central News.) 
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BRAHMIN PRIESTS 
Quaint costumes of the Brahmin 
priestsVho had come to present 
their respects and assurances of 
loyalty to the Prince. The atti- 
tude of the priests and native 
Princes was almost without ex- 
V; ception friendly. 



GREETED BY THE MAHARAJAH 
Sir Perteb Singh, the Maharajah Re- 
gent, greeting the Prince on his arrival 
at Jodhpur. In the background is the 
Regent's palace, set in beautiful gar- 
dens, built after the ornate fashion of 
Indian architecture and furnished with 
regal magnificence. 
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East end of the ballroom, which 
occupies the whole depth of the 
house, 63 feet. It is at the head 
of the grand staircase on the 
first floor and has been the scene 
of many magnificent functions 
in the last 173 years. The house 
was originally built for the 
fourth Earl of Chesterfield in 
1749, and has since been one of 
the distinctive buildings of 
London. 

<(g Wide World Photos.) 



The grand staircase at Ches- 
terfield House. It starts in a 
single stair, branches into 
two and leads through arches 
to the ballroom. It is of 
marble, with superb bronze 
balustrading. It was brought 
from Canons, the Duke of 
Chandos's residence, in 1747 
to become the central feature 
of the building. 



Spacious and beautifully dec- 
orated library of Chesterfield 
House, London, which will be 
the future home of Viscount 
Lascelles and his bride, the 
Princess Mary. It was in this 
room that the Earl of Chester- 
field wrote his famous "Letters 
to His Son." The house wa.s 
built in 1749. 
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Roping a Black Bear— Lifting an Elephant 




ROPTNG A BLACK BEAR IN COLORADO. THE ANIMAL WAS TURNED LOOSE RECENTLY ON A RANCH, AND THE 
COWBOYS IN ATTEMPTING TO LASSO IT FOUND THE WORK MORE EXCITING AND AT TIMES MORE DANGEROUS 

THAN THE ROPING OF STEERS. 




HOISTING AN ELEPHANT'S BODY TO A FLAT CAR IN COLUMBUS, OHIO. THE HUGE BEAST DROPPED DEAD RECENTLY 
WHILE PASSING THROUGH THAT CITY, AND AS A NUMBER OF HORSES WERE UNABLE TO MOVE THE BODY THE 

CRANE OF A WRECKING CAR WAS UTILIZED TO HOIST IT ON THE CAR. (Amateur photo from Dr. C. a Braunlin.) 
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yburfeet 
vdere like this 



J.HE baby girl is born with 
perfect feet and hands. 
She grows to woman- 
hood. Her hands are still perfect. 

Her feet? Men who are in a po- 
sition to know estimate that from 
65% to 85% of the women today 
have not only very imperfect feet, 
but the majority have some form 
of foot trouble. 

Why do the feet lose their per- 
fection when the baby grows to 
womanhood — and needs good feet 
more than ever? 

Shoes. There can be no other 
answer. It is true the human foot 
carries a load and is taxed daily. 
But Nature, in her infinite wisdom, 
designed the human foot to carry 
its load, to do its full duty in the 
life of every woman. Nature has 
been thwarted and abused and 
restrained by the artificial foot- 
wear made by man. 

THE nearest approach to nature, 
while retaining every desirable 
feature of style, is found in the 
Cantilever Shoe. It is shaped to 
the natural shape of the foot. The 
arch is flexible, like the human foot 



The flexibility of the Cantilever 
shank permits the foot muscles to 
have free action and assures an 
easy, graceful step in walking. Ex- 
ercise strengthens the arch muscles 
and all through life they never fail 
to hold in place the small bones 
forming the foot arch. 

CANTILEVER heels are graceful 
and sensible. They promote good 
posture, which conduces to good 
health. 

The wonderful Cantilever arch 
hugs the instep, when the shoe is 
laced, and affords a gentle, restful 
support to the foot without un- 
natural restraint. 

Circulation is free. The foot is 
unrestrained in Cantilever Shoes — 
free! You can walk with more 
pleasure and less fatigue. You 
stand with greater patience. A new 
ease in shoes delights you — makes 
those marvelous feet of yours 
strong, healthy, beautiful, — and 
comfortable ! 

If no dealer listed at the right is 
near you, write to the manufac- 
turers, Morse & Burt Co., 11 
Carlton Ave., Brooklyn, N.. Y., for 
the Cantilever Shoe Booklet and 



—not rigid as in ordinary shoes. the address of a nearby dealer. 

rantilever 




Cantilever Stores 

(Cut thia out for reference') 
Akron — 1 1 Orpheum Arcade 
Albany— Hewett's Silk Shop, 15 N.Pearl St. 
Ahoona — Bendheim's, 1302— II tk Ave. 
Atlanta — Carlton Shoe & Clo. Co. 
Baltimore— 325 No. Charles St. 
Birmingham— 219 North 19th St. 
Boston — Jordan Marsh Co. 
Bridgeport— W. K. Mollan 
Brooklyn— 414 Fulton St. 
Buffalo— 639 Main St. 
Burlington, Vt. — Lewis & Blanchard 
Camden — Curran's, 1 10 Broadway 
Cedar Rapids — The Killian Co. 
Charleston — J. F. Condon & Sons 
Charlotte— 221 Piedmont Bldg. 
r, . J30 E. Randolph St. (Room 502) 
LhlCagO \4750 Sheridan Rd. (Room 214) 
Cincinnati — The McArpin Co. 
Cleveland— Graner-Powers, 1274 Euclid Av, 
Col. Springs — McEntire's, 10 N. Tejon St. 
Columbia, S. C. — Watson Shoe Co. 
Columbus, 0. — The Union 
Dallas — Leon Kahn Shoe Co. 
Davenport — R. M. Neustadt & Sons 
Dayton — The Rike-Kumler Co. 
Denver — A. T. Lewis & Son 
Des Moines — W. L. White Shoe Co. 
Detroit — T. J. Jackson, 41 E. Adams Ave. 
Elizabeth— Gigl's, 1053 Elizabeth Ave. 
EI Paso- — Popular Dry Goods Co. 
Erie— Weschler Co., 910 State St. 
Evanston — North Shore Bootery 
Fall River— D. F. Sullivan 
Fitchburg — W. C. Goodwin, 342 Main St. 
Fort Dodge— Schill & Habenicht 
Grand Rapids — Herpolsheimer Co. 
Harrisburg — Orner's, 24 No. 3rd St. 
Hartford— 86 Pratt St. 
Houston — Clayton's, 803 Main St. 
Indianapolis — L. S. Ayres & Co. 
Jacksonville — Golden's Bootery 
Jersey City — Bennett's, 411 Central Ave. 
Johnstown, Pa. — Zang's 
Kansas City, Kan. — Nelson Shoe Co. 
Kansas City, Mo.— 300 Altman Bldg. 
Lancaster, Pa. — Frey's, 3 E. King St. 
Lansing — F. N. Arbaugh Co. 
Lawrence, Mass. — G. H. Woodman 
Los Angeles — 505 New Pantages Bldg. 
Louisville — Boston Shoe Co. 
Lowell — The Bon Marche 
McKeesport — Wm. F. Sullivan 
Milwaukee— Brouwer Shoe Co. 
Minneapolis — 21 Eighth St., South 
Mobile — Level Best Shoe Store 
Montgomery — Campbell Shoe Co. 
Morristown — G. W. Melick 
Mt. Vernon, N. Y.— A. J. Rice & Co. 
Muncie— Miller's, 311 S. Walnut St. 
Nashvilie — J. A. Meadors 6t Sons 
Newark— 897 Broad St. (opp. City Hall) 
New Britain — Sloan Bros. 
New Haven— 153 Court St. (2d floor) 
New Rochelle— Ware's 
New York— 22 West 39th St. 
Norfolk — Ames 8c Brownley 
Oakland— 205 Henshaw Bldg. 
Omaha— 1708 Howard St. 
Passaic — Kroll's, 37 Lexington Ave. 
Pawtucket — Evans & Young 
Philadelphia— 1300 Walnut St. 
Pittsburgh — The Rosenbaum Co. 
Pittsfield— Fahey's, 234 North St. 
Plainfield— M. C. Van Arsdale 
Portland, Me. — Palmer Shoe Co. 
Portland, Ore— 353 Alder St. 
Poughkeepsie — Louis Schonberger 
Providence — The Boston Store 
Reading — Sig. S. Schweriner 
Richmond, Va. — Seymour Sycle 
Rochester — 148 East Ave. 
Rock Island — Boston Shoe Co. 
St. Louis — 516 Arcade Bldg., opp. 
Salt Lake City— Walker Bros. Co. 
San Antonio— Guarantee Shoe Co. 
San Diego — The Marston Co. 
San Francisco — Phelan Bldg. (Arcade) 
San Jose — Hoff & Kayser 
Santa Barbara — Smith's Bootery 
Savannah — Globe Shoe Co. 
Schenectady — Patton & Hall 
Seattle — Baxter & Baxter 
Shreveport — Phelps Shoe Co. 
Sioux Falls — The Bee Hive 
Spokane — The Crescent 
Stamford — L. Spelke & Son 
Syracuse — 136 S. Salina St. 
Tacoma — Fidelity Bldg. (8th floor) 
Toledo — LaSalle & Koch Co. 
Tulsa — Lyons' Shoe Store 
Washington— 1319 F Street 
Worcester — J. C. Maclnnes Co. 
York — The Bon Ton 
Youngstown — B. McManus Co. 
Zanesville — J. B. Hunter Co. 

Agencies in 271 other (Mies 






P. 0. 




Endorsed by Wmnm's Colleges, Women's Clubs, Public Health Authorities, Physicians, Osteopaths 
Directors of Physical Education, Editors, Stage Celebrities and prominent women everywhere. 




